GENERAL BID RESULTS 


Town of Arlington 

Arlington Community Safety Building - Renovation Project Phase Three, Bid #15-10 [BDO #2033] 

Estimated cost: $5,900,000.00 

GENERAL BID RESULTS - 2015-04-29 14:00:00 


Bidder Name / 

Address 

Base Bid 

Alternates 

E.A. Colangeli Const. Co. Inc. 

30 Thacher St. 

Malden, MA 02148 

$3,917,000.00 


Nauset Construction Corp. 

10 Kearney Road, Ste. 307 

Needham, MA 02494 

$4,102,000.00 


Stutman Contracting Inc. 

18 Sutton Avenue 

Oxford, MA 01540 

$4,166,975.00 


Paul J. Rogan Co., Inc. 

25 Hayward Street 

Braintree, MA 02184 

$4,265,650.00 


Castagna Construction 

69 Parker Street 

Newburyport, MA 01950 

$4,286,000.00 


Pezzuco Construction, Inc. 

28 Kenwood Street 

Cranston, Rl 02907 

$4,287,600.00 


Northern Contracting Corp. 

68 Jackson Street 

Canton, MA 02021 

$4,743,100.00 


Boston Building & Bridge Corp. 

1094 Blue Hill Ave. 

Milton, MA 02186 

$4,981,000.00 






